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Now you can do floor surfacing jobs anywhere 
you want to without paying a premium for run- 
ning electric lines . . . without the bother of 
getting special permission from any power com- 
pany ...and without being held up by unsuitable 
or low voltage. 


SAVE TIME With this efficent and depend- 
AND MONEY able CONTRACTOR SPECIAL 

SPEEDMAT IC 8 inch floor sand- 
ing machine, equipped with a powerful | /2 H. P. air cooled motor, your 
opportunity for taking on more jobs is much greater, and your time and 
profit are not eaten up by useless delays. 


oo) TAKE YOUR POWER This gasoline engine is a complete unit in itself, 
WITH YO U_ mounted into the CONTRACTOR SPECIAL chassis, 
and is removable for easy transporting by simply 

removing one pin without the use of any tool. Put on or taken off in one 
minute. It’s a pull-cord starter, with built-in ignition magneto. 


Speed matic 
CONTRACTOR 


Governor controlled motor prevents speeding when drum 
is lifted. 


Automatically controlled constant speed. 
Indestructible rubber mounting absorbs vibration. 
Ample gas tank capacity. 

Balanced for easy handling. 

Motor operates both sanding drum and vacuum system. 
Weighs no more than heavy-duty motor of same h.p. 
Portable, self-contained unit. 
Sturdy construction for long life. 


Interchangeable with electric motor. 


Ask for Free Demonstration 
without Obligation 
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Your Chaice of 3 Different Power Plants with the 
Contractor Special Spetimatic Sander Chassis 





EASY T0 HANDLE 


Because the motive power, either electric 
or gasoline motor, and the machine chassis 
are self- contained units, it is a quick and 
easy job to take off or put on. One 
knurled-head slide rod hinges the motor to 
the bed, and when the motor is replaced 
the belt pulleys always remain in perfect 
alignment. The weight of the chassis alone 
is only 125 pounds. Convenient handles 
are provided for carrying the machine, 
without disassembling, by two men. For 
portability, usability and dependability 
this machine is the tops. 


CSS) SSS 
The Porter-Cable Machine Co. 
—— GUARANTEE 
We unreservedly and for all time guar- 
antee to furnish without charge - =GAY 
=parts proving defective during the entire — 
life of this machi oe, and further agree to — 
—reoair without= cha rae ony. machine of — 
“which the parts break or wear out within 
—three months from any cause w atsoever , 
except abuse or neglect, 
——We-stand back-of-our products ios 
conditionally and it is our policy that i = 
= broducts— must give service 95" repre-— 





= by Us, — 
ur good rat! ij- 
SEE aie: == = 


=the Porter: sete: Mevine Cor = 








QUTSTANDING FEATURES OF CHASSIS 


DESIGN: Exclusive Speedmatic combination truck and tilting type drum 
control, giving the operator a ‘‘feel of the floor’’ at all times. Stream lined 
for performance and appearance. 


BEARINGS: Sealed ball bearings throughout . . . lubricant sealed in... 
dust sealed out. 
DRUM: Perfectly balanced . . . fast and easy paper change . . . sure-grip 


clamps . . . completely guarded _,. drum in single unit for easy removal! 
. pressure control adjustable while running. 


DRIVE: Oversize ‘’V” belt . 


DUST SYSTEM: padi the most powerful and efficient vacuum dust 
collecting system ever built in any floor sander . . . large capacity, faster 
fan, cleans on both forward and backward strokes . . quick clean out. 


QUALITY: Precision built throughout . . . highest quality materials... 
attractive aluminum finish. 


. finger tip tension adjustment. 


EQUIPPED WITH TYPE F-87 ELECTRIC MOTOR 


(Regular Electric Contractor Special. Code Word FLORC) 






This,is a 1 Y2 H.P. heavy duty, specially wound,* 110/220 V., 
A.C., 60 cycle motor that is furnished on the standard Type 
F-87 CONTRACTOR SPECIAL. It is built on a new principle of 
motor construction and actually develops 4 H.P. A throw-over 
switch is mounted on rear of motor case for instantly changing 
from 110 V. to 220 V. Cable plugs directly into motor switch. 
A real husky motor for fast and fine production. Ask for free 
separate bulletin giving complete details and price. Can also 
be furnished with D.C. motor. 


Eola ~ 
EQUIPPED WITH TYPE F-86 ELECTRIC MOTOR 


(Contractor Special with F-86 Electric Motor Called Type F-88. Code Word FLORJ) 


The motor used on Speedmatic Light 8” Sander, Type F-86, 
proved so successful that hundreds of floor men asked for it 
mounted on the F-87 chassis. This motor isa | 2 H.P., capable 
of 2% H.P. load. It is slightly lighter than the F-87, but is 
exceptionally efficient when low voltage is encountered. This 
motor can be furnished for 110/220 V., A.C., 60 or 25 cycle, 
or 110 V. D.C. Ask for free separate bulletin giving complete 
details and prices. 


EQUIPPED WITH GASOLINE MOTOR 


(Code Word FLORG) 


As shown on the other side of this bulletin, tne CONTRACTOR 
SPECIAL chassis is readily adaptable to the use of the self- 
contained | % H.P. heavy duty, air cooled gasoline motor. The 
picture to the right shows how the motor sets into the chassis 
for low gravity center and balance, The advantage of this 
combination is its usefulness where suitable electric current is 
not available. This is the most modern and efficient gas driven 
sander ever offered by anyone, and a machine that allows a 
wider range of acceptable and profitable contracts. Ask for free 
separate bulletin giving complete details and prices, 





meas PORTER - CABLE MACHINE COMPANY’ 


Porter-Cable Sanders Most Widely Used in the World 


Form 549 BKM-CAI-KP 
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